Interior Signage Package 
Howard Johnson® by Wyndham 


COLOR OPTIONS 








dloward Johnson 


BY WYNDHAM 


WA Renew 


CONTACT 

Daina Bailey 

316.267.4171 OFFICE 
316.267.6883 FAX 
daina.bailey@identitygroup.com 





IDENTITY GROUP IS AN 
APPROVED SIGNAGE SUPPLIER 


NO FEE* PROJECT SERVICES 
¢ Estimating 

¢ Planning - Wayfinding 

¢ Project Management 

¢ Evacuation Map Development 


* Requires minimum project values 


DESIGN SERVICES AVAILABLE 


WYNDHAM 


HOTELS & RESORTS 


APPROVED 
SUPPLIER 





All products and services are provided by Identity Group and 
not Wyndham Hotels & Resorts (WH&R) or its affiliates. 
Neither WH&R nor its affiliates are responsible for the accuracy 
or completeness of any statements made in this advertisement, 
the content of this advertisement (including the text, 
representations and illustrations) or any material on the listed 
supplier’s website to which the advertisement provides a link 
or a reference. Please refer to the applicable brand standards 
for your property prior to purchasing products. 


Rev. 2-25-19 
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The Howard Johnson® Standard Sign Package 


features 1/8” thick photopolymer sign faces, 
finished in your choice of the colors below. 






































Orange Turquoise 
Brown White 
GUEST ROOM SIGNAGE 
Wi 203 

RMN0O503 HJ 

Guest Room Number 

5”x 3” 

NS11 AC11 

No Smoking Accessible 

Clear Decal with Clear Decal with 
White Symbol White Symbol 
1-1/4" x 1-1/4" 1-1/4" x 1-1/4" 


FIRE EVACUATION PLAN 









































































































































exit the 


ition at 


Hendoe 
cass of 





Check out time 11:00 am 
Maximum room rate: $XXX.00 
Each additional person: $XX.00 














FEP0916 HJ 

Guest Room 

Fire Evacuation Plan 
with State Lodging Laws 
9” x 16” 




















PLEASE NOTE: All signage in this document is shown 
in orange, but all sign types are available in all four 
color scheme options. 


IDENTIFICATION SIGNAGE 


1ID0904 HJ 
CONFERENCE 1-2 Line Room ID 
NOLO (Public/Guest Use) 
pias 9”x A” 


BUSINESS 
eae 


by 


POOL & SPA 


ES 


TORR M OTTO 
7:00am - 10:00pm 


TAMRON E 
7:00am - 10:00pm 





1ID0907 HJ 
Room ID with Hours Information 
9" x 6-1/2” 


STAFF ONLY 


bs 


TeV 
ROOM 


ba 





1ID0704 HJ 

1-2 Line Room ID 
(Non-Public / Back of House) 
7 <a 


‘© 


Ne Wel anaes 





aN Tae.) SME Gs 
STRO708 HJ ACC0708 HJ 
Stair ID (Corridor) Area of Rescue Assistance 
7" X 8” 7” X gp” 


ea era aa\s 
FORMERLY GRAPHICSSYS iems 


IDENTITY 
GROUP 








Interior Signage Package 


Howard Johnson® by Wyndham 





INTERIOR STAIRWELL SIGNAGE 

















STRO903 HJ 
IDENTIFICATION SIGNAGE cont. Interior Stairwell Level ID 


8-1/2" x 3” 








STR1518 HJ 
Interior Stairwell Sign 
with Exit Discharge Information 



































































































































































































































RRO708 HJ 14-1/2"x 18” 
Restroom ID 
8” 
INFORMATIONAL SIGNAGE 
INFO704 HJ INFO707 HJ NOTE: Copy and layout of informational signs may vary as needed. 
Informational - Small Informational - Medium 
7x4" 7”x 6-1/2” 
FIRE CODE / EVACUATION SIGNAGE 
MOD0801 HJ 
Manager on Duty 
Name Insert 
(Magnetic) 
7-3/4" x 1-1/4" 
OWN1209 HJ INF1209 HJ 
Owner / Operator Info with Front Desk Info / Large Informational 
Manager on Duty 12” x 8-3/4" FEP0911 HJ ICO0911 HJ 
12” x 8-3/4" Elevator Fire Evacuation In Case of Fire 
Plan with Map 9”"x 11” 
9”x 11” 
DIRECTIONAL SIGNAGE 
DIRO904 HJ DIR1204 HJ 
1-2 Line Directional 1-2 Line Directional (Wide) 
(Narrow) 12° 4" 
Q”x 4” 
DIR1209 HJ 
5-6 Line Directional (Wide) 
12” x 8-3/4" DIR1211 HJ 
7-8 Line Directional (Wide) 
NOTE: Additional sizes of 12°x11 
directionals are available if needed. 























DIRO907 HJ DIR1207 HJ FORMERLY GRAPHICS 
3-4 Line Directional 3-4 Line Directional (Wide) 

(Narrow) 12” x 6-1/2” 

9” x 6-1/2” 
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Interior Signage Package 
Howard Johnson® by Wyndham 





PARKING AREA SIGNAGE 
(— ; > 
HOWARD JOHNSON 
IS NOT RESPONSIBLE 


FOR LOST OR 
STOLEN ITEMS 


PLEASE REMOVE ALL 
VALUABLES FROM 


YOUR VEHICLE ACCESSIBLE 
S ° y x Dy 


PRK1218 HJ PRK1218B HJ PRK1218C HJ 
Parking Liability Notice Accessible Parking Van Accessible Parking 
2”x 18” 12”x 18" 12” x 18” 











VAN 









































RESERVED 
PARKING 


VETERAN | | VETERAN 
DARKING | | PARKING 


RESERVED BECAUSE YOU SERVED RESERVED BECAUSE YOU SERVED 


for 


STATIONNEMENT 


VETERAN 


RESERVE PARCE QUE VOUS AVEZ SERVI 


Wyndham Rewards 
Members 


You’ve earned this.” 





dloward Johnson’ dloward Johnson’ dtoward Johnson’ 


























O | O \ J 
VPRK 1218 HJ USA Canada - English Canada - French WR PRK 1218 
Veteran Reserved Parking Wyndham Rewards Reserved Parking 
12" x 18" 12? 18" 


CLEARANCE: 8°- 10° 





CLR4208 HJ 


Clearance Height FORMERLY GRAPHICSSYSiems 
42" x 8" 
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Interior Signage Package 
Howard Johnson® by Wyndham 





POOL & SPA AREA SIGNAGE 









































POL1622 HJ SPA1622 HJ FIT1622 HJ 

Pool Rules Spa Rules Fitness Center Rules 

16°%22" 16”x 22” 16”x 22” 
PLEASE NOTE: 


State and local codes may require 
your pool and spa area signage to 
have certain text, layouts and copy 
sizes specific to your area. 


If code-related signs are needed 
for your project, we will quote them 
in place of the brand standard signs. 











NLG3212 HJ 
No Lifeguard on Duty 
32 x 12° 














ND3208 HJ 
No Lifeguard on Duty 
32° X 8” 


FORMERLY GRAPHICS 
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